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Reasonable Doubt: The Single-Bullet 
Theory and the Assassination of 
John F. Kennedy 

color. 51 min. CS Films, Box 174, Col- 
lege Park, MD 20740. 1988. S325. Pre- 
view. avail. history 

First reaction: Oh, no, not another 
Kennedy assassination conspiracy 
film. Reaction after watching: If the 
facts in this film are accurate, and if a 
single-bolt rifle was used in the assas- 
sination of President Kennedy, Os- 
wald couldn't have acted alone. 
First, he wouldn’t have had time to 
fire the necessary shots. Beyond 
that, the film convincingly demon- 
strates that the bullet which pierced 
Kennedy’s throat could not have 
then traveled through Gov. Connelly, 
breaking his rib, then breaking a bone 
in his wrist, before finally lodging in 
his thigh— the “single bullet theoiy” 
upon which the Warren Commission 
Report rested its case. In fact, it ap- 
pears the bullet entered the throat 
from the front, in which case, of 
course, there had to be two gunmen. 
The forensic expert in the film is most 
convincing. While the film attempts 
no solution of the crime, it presents 
devastating evidence of a cover-up, 
changed evidence, etc. Recommend- 
ed for criminal justice/political science 
collections, or Kennedy assassination 
sleuths . — Mark Pendergrast. Trinity 
Coll. Lib., Burlington, Vt. 
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